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This, was a focused inspectior to ensure Ihe non-compliant items on the last inspection report were corrected. No 
paperwork was ra^wad during this inapsqtipn. 

Mo rKin-compliant items ideniilied during this inspection. 

The inspeclion and e>(Pt Interview were conducted Dr. Amanda Owens (VMO), Dr, Konrne Plumlee (VMO), and the 
licensee. 


Prepared By: 
Title; 

Received By: 
Title; 


AMANDA OWENS, D.V.M. 


AM AN DA J OWENS, D. V, M USDA , APH IS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 6033 


(b)(e), (b)(7)(c) 


Pasa 1 €f 1 


Date: 


Jul-1£-£fll2 


Date; 


JuMS-SOia- 


Insp e Ction Rep olt EKplaliatioli: http : / /vnirw. iphis .us da. gov/ aliimaLvrelf ate / dowralo ads /IR_E>5)laliatioli.p df 






